PART IV 

Private Advertisements and Miscellaneous Notifications 


Local Self Government Department 

TENDER EXTENSION NOTICE 

No. D l/224(a)/SE/LSGD/2008. 5th December 2008. 

Tender No. l/SE/SC/LSGD/2008-09 dated 
3-10-2008 published for P. Q. and award of the work- 
Construction of a 10 storaged R. C. C. framed structure 
building ‘Swaraj Bhavan’ for the Local Self Government 
Department at Nanthancode, Thiruvananthapuram was 
re-scheduled as per this Office Notice 
No. Dl/224(a)/SE/LSGD/2008, dated 4-11-2008. Dates re¬ 
garding the above tender are again re-scheduled as given 
below. 

Sale of tender documents—22-12-2008 to 
31-12-2008 at office hours. 

Pre-bid meeting—5-1-2009 at 11 a. m. 

Last date and time of receipt of bid documents— 
12-1-2009 upto 3 p. m. 

Date and time of opening of bid documents— 
14-1-2009 at 3 p. m. 

There is no charge for other terms and conditions 
already published. 
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Office of the Superintending 

Engineer, LSGD, South Circle, (Sd.) 

Near Hanuman Temple, Superintending 

Vikas Bhavan P. O., Engineer. 

Thiruvananthapuram, (For and on behalf of the 

Phone: 9846053500. Governor of Kerala) 


